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Message Text 


UNCLASSIFIED POSS DUPE 
PAGE 01 BRIDGE 01699 132042Z 
61 

ACTION ARA-20 

INFO OCT-01 ISO-OO PA-04 PRS-01 L-03 H-03 NSC- 10 AID-20 

CIAE-00 EB-11 FRB-02 INR-10 NSAE-00 RSC-01 TRSE-00 

XMB-07 OPIC-12 S PC-03 CIEP-02 LAB-06 SIL-01 OMB-01 

DRC-01 /1 19 W 

124292 

R 131540Z DEC 73 
FM AMEMBASSY BRIDGETOWN 
TO SECSTATE WASHDC 6461 
INFO USDOC WASHDC 
AMEMBASSY KINGSTON 
AMEMBASSY PORT OF SPAIN 
AMEMBASSY GEORGETOWN 

UNCLAS BRIDGETOWN 1699 

E.O. 11652: N/A 
TAGS: EFIN, BB 

SUBJ: CDB BOARD FAILS TO SELECT NEW PRESIDENT 
REF: BRIDGETOWN 1673 
FOR VENEZIA LA/DR (AID) 

ROY JONES ACTING CDB PRESIDENT INFORMS US THAT CDB BOARD OF 
GOVERNORS' MEETING IN KINGSTON DECEMBER 9 FAILED TO SELECT 
A NEW PRESIDENT FOR THE BANK. ACCORDING TO JONES, GOJ ATTACHED 
"UNACCEPTABLE CONDITIONS" FOR RELEASE OF GOJ CENTRAL BANK 
GOVERNOR G.A. BROWN WHICH BOARD VOTED NOT TO ACCEPT. JONES 
SAID THAT THIS MEANS BROWN IS "DEFINITELY OUT OF RUNNING" 

FOR TOP CDB JOB. CDB BOARD IS SLATED TO MEET AGAIN IN KINGSTON 
JANUARY 25TH IN FURTHER ATTEMPT TO SELECT A SUCCESSOR TO 
SIR ARTHUR LEWIS. 

COMMENT: 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BRIDGE 01699 132042Z 

IT WOULD APPEAR THAT JONES IS FRONT-RUNNER FOR TOP CDB 

JOB IF CARICOM SECRETARY GENERAL WILLIAM DEMAS CONTINUES TO 
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ESCHEW CANDIDACY. 
DONOVAN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PRESIDENT, DEVELOPMENT BANKS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BRIDGE01699 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: BRIDGETOWN 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 227/aaaaauae. tel 

Line Count: 63 
Locator: TEXT ON-LINE 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: BRIDGETOWN 1673 
Review Action: RELEASED, APPROVED 
Review Authority: hilburpw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13-Nov-2001 by williadt>; APPROVED <20 FEB 2002 by hilburpw> 

Review Markings: 

Declassified/Released 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CDB BOARD FAILS TO SELECT NEW PRESIDENT 
TAGS: EFIN, BB, CDB 
To: STATE 
Type: TE 
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